SEX OFFENDER REGISTRY BOARD 


Sex Offender Flyer 


The individual who appears on the following profile has been finally classified as a Level 2 or Level 3 sex offender by the Sex Offender Registry Board. 
The Board has determined that this individual has a moderate or high risk to reoffend and that the degree of dangerousness posed to the public is such 


that public safety interest is served by public availability of registration information. M.G.L. c. 6, §§ 178C-178Q. 


The Level 2 sex offenders who appear on this website were finally classified by the Board after July 12, 2013. For information regarding Level 2 sex 


offenders finally classified by the Board before to July 12, 2013, please contact your local police department. 


To access the Sex Offender Registry Board's website, go to www.mass.gov/sorb . 


CLARK, MICHAEL (Level 3 - REGISTERED) 


Demographics 


Name: CLARK, MICHAEL 
Year Of Birth: 1956 
Sex: MALE 
Height: 5'11" 
Eye Color Green 


Aliases : CLARK, MICHAEL 





Photo Date: 04/12/2021 


Addresses 


Row Address 
1 21GROVE ST, APT 1, ARLINGTON, MA, 02476 


Jurisdiction 


Coe oon Jurisdiction 
1 Kidnapping of a child under the age of 16 
1 Rape 
1 Rape 


Level: Level 3 
Age: 65 
Race: Black 
Weight: 185 Ibs. 


Hair Color: Brown 


Type 
LIVE 
_ Conviction/Adjudica 
Chapter/Section tion Date 
265/26 11/17/1980 
265/22 11/17/1980 
265/22 11/19/1980 
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